192     NONDOCKETED ITEMS

-9003290182 Requests no-cost extension until 900930 & advises that unexpended bal-
ance sufficient to cover all anticipated costs through period of requested extension.
WELSH.P. National Academy of Sciences. NRC-04-89-113. 90/03/13. CRAMPTON.S.
Contract Negotiation Branch-2. 3pp. 53214:224-53214:226.

9003290188 Notification of contract execution: "Career Counseling Svcs," awarded to
Career Counseling Svcs.

UMBEUD. Contract Negotiation Branch-2. FIN D-23000. NRC-38-90-322. 90/03/15.
RATHBUN.P.A. Ofc of Personnel (Post 870413). RUBIN.H.A. NRC - No Detailed Affili-
ation Given. 1p. 53224:133-53224:294.

-9003290189 Forwards contract, "Career Counseling Svcs,"

MACE.M.H. Contract Administration Branch. FIN D-23000. NRC-38-90-322. 90/03/15.
HASKELL.P.C. Career Counseling Services. 1 p. 53224:134-53224:134.

-9003290190 Contract "Career Counseling Svcs," awarded to Career Counseling Svcs.
HASKELL.P.C. Career Counseling Services. MACE.M.H. Division of Contracts & Prop-
erty Management (Post 890205). FIN D-23000. NRC-38-90-322. 90/03/15. 125pp.
53224:135-53224:294.

9003300055 Notification of contract execution.Mod 3,to "NRC Sys Data Entry," Task 6,
"Data Entry for ARM/DAF." ContractonSBA. SubcontractonData Computer Corp of
America.

KNOX.E Contract Administration Branch. FIN D-1920-0. NRC-39-89-133. 90/02/27.
AMENTA,! Office of Information Resources Management (Post 890205).
DOLLECT.A. NRC - No Detailed Affiliation Given. 1p. 53225:056-53225:058.

-9003300059 Ltr Contract NRC-39-89-133,Mod 3,providing authorization for overtime &
no cost extension.to "NRC Sys Data Entry," Task 6, "Data Entry for ARM/DAF."
BELLS. Contract Administration Branch. FIN D-1920-0. NRC-39-89-133. 90/02/01.
HUTCHENS.T.E. Data Computer Corp. of America. 2pp. 53225:057-53225:058.

9004030169 Notification of contract execution.Mod 17,to "NRC Computer Security Pro-
gram for Unclassified Sensitive Sys." ContractorrNIST.

DUBOSE.BJ. Contract Administration Branch. FIN B-8879-0. NRC-33-83-465. 90/03/
13. MESSENGER.G.H. Division of Information Support Services (Post 890205).
GROSMAN.LH. NRC - No Detailed Affiliation Given. 1p. 53239:285-53239:287.

-9004030172 Mod 17,extending period of performance until 910131 & providing incre-
mental funding for FY90,to "NRC Computer Security Program for Unclassified Sensi-
tive Sys."

MCGUFFIN.J.C. National Institute of Standards & Technology (formerly National
Bureau of Standa. BELL.S. Contract Administration Branch. FIN B-8879-0. NRC-33-
83-465. 90/03/13. 2pp. 53239:286-53239:287.

9004050511 Notification of contract execution,Mod 2,to "Ru

ysis Support for Requirements Involving Physical Mod to NRC I

Contractor. Science & Engineering Assocs.lnc.

BRENNAN.P.A. Contract Administration Branch. FIN D-25129. NRC-04-89-051. 90/

03/23. MORRIS.W.M. Office of Nuclear Regulatory Research (Post 860720), FELD.S.

NRC - No Detailed Affiliation Given. 1p. 53320:095-53320:096.

-9004050515 Mod 2 to Task Order 003 to Ltr Contract NRC-04-89-051, obligating
funds,to "Rulemaking & Regulatory Analysis Support for Requirements Involving Phys-
ical Mod to NRC Licensed Facilities."

BELL.S, Contract Administration Branch. FIN D-25129. NRC-04-89-051. 90/03/23.
COLINA.I. Science & Engineering Associates, Inc. 1p. 53320:096-53320:096.

9004090361 Notification of award of Task Order 31,to "Technical Assistance to Admin-
ister Operator Exam to Nuclear Plant Applicants." Contractor.Sonalysts.lnc.
BRENNAN.P.A, Contract Administration Branch. FIN L-12890. NRC-03-89-031. 90/03/
02.  WEST,K.S.  Office  of  Nuclear Reactor Regulation,   Director (Post 870411).
PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 53371:322-53371:325.

-9004090362 Ltr Contract NRC-03-89-031, "Technical Assistance to Administer Opera-
tor Exam to Nuclear Plant Applicants," awarding Task Order 31 & funding to Sona-
lysts.

BELL.S. Contract Administration Branch. FIN L-12890. NRC-03-89-031. 90/02/26.
PETERSON.LR. Sonalysts, Inc. 3pp. 53371:323-53371:325.

9004090457 Notification of contract execution: "Nuclear Power Reactor Design Insp
Svcs," awarded to AECL Technologies.lnc.

MCLEAREN.T. Contract Negotiation Branch-1. FIN L-1527-0. NRC-03-90-031. 90/03/
29. BAJWA.S.S. Office of Nuclear Reactor Regulation, Director (Post 870411).
RUTH.L NRC - No Detailed Affiliation Given. 1 p. 53381:002-53381:163.

-9004090460 Contract "Nuclear Power Reactor Design Insp Svcs," awarded to AECL
Technologies.lnc.

06IFLETT,D.R. AECL, Inc. WIGGINS.EJ. Division of Contracts & Property Manage-
ment (Post 890205). FIN L-1527-0. NRC-03-90-031. 90/03/29. 161pp. 53381:003-
53381:163.

9004090469 Notification of contract execution.Mod 1,Task Order 5,to "Prairie Island Nu-
clear Power Plant Requalification Exam" to contract, "Technical Assistance to Admin-
ister Operator Exam to Nuclear Plant Applicants." ContractorSonalysts.lnc.
BRENNAN.P.A. Contract Administration Branch. FIN L-12809, NRC-03-89-031. 90/037
02. WEST.K.S. Office of Nuclear Reactor Regulation, Director (Post 870411).
PULSIPHER.K. NRC - No Detailed Affiliation Given, 1p. 53371:051-53371:052.

-9004090472 Ltr Contract NRC-03-89-031,Task Order 5,Mod 1,authorizing add! work
hours & increasing obligations.to "Prairie Island Nuclear Power Plant Requalification
Exam," awarded to Sonalystsjnc.

BELLS. Contract Administration Branch. FIN L-12809. NRC-03-89-031. 90/02/26.
PETERSON.LR. Sonalysts, Inc. 2pp. 53371:050-53371:050.

9004100046 Notification of contract execution.Mod 1,Task Order 5, "Prairie Island Nu-
clear Power Plant Requalification Exam" to "Technical Assistance to Administer Oper-
ator Exam to Nuclear Plant Applicants." ContractorSonalysts.lnc.
BRENNAN.P.A. Contract Administration Branch. FIN L-12890. NRC-03-89-031. 90/03/
02. WEST.K.S. Office of Nuclear Reactor Regulation, Director (Post 870411).
PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 53384:261-53384:263.

-9004100047 Ltr contract, 'Technical Assistance to Administer Operator Exam to Nu-
clear Plant Applicants," awarding Mod 1 to Task Order 5, "Prairie Island Nuclear
Power Plant Requalification Exam."

BELLS. Contract Administration Branch. FIN L-12890. NRC-03-89-031. 90/02/26.
PETERSON.LR. Sonalysts, Inc. 2pp. 53384:262-53384:263.

9004100051 Notification of contract execution: "Technical Assistance to Support Opera-
tor Licensing Activities," awarding Task Order 24, "Hope Creek Replacement Exam,"
to Sonalystsjnc.

BRENNAN.P. Contract Administration Branch. FIN L-1289-0. NRC-03-89-031. 90/03/
02. WEST.K.S. Office of Nuclear Reactor Regulation, Director (Post 870411).
PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 53384:281-53384:284.

-9004100053 Ltr contract, "Technical Assistance to Support Operator Licensing Activi-
ties," awarding Task Order 24, "Hope Creek Replacement Exam," to Sonalysts,lnc.
BELL.S. Contract Administration Branch. FIN L-1289-0. NRC-03-89-031. 90/02/27.
PETERSEN.LR. Sonalysts, Inc. 3pp. 53384:282-53384:284.

9004100058 Notification of contract execution.Task Order 33, "Susquehanna Initial
Exam" to contract, "Technical Assistance to Support Operator Licensing Activities,"
awarded to Sonalystsjnc.

BRENNAN.P. Contract Administration Branch. FIN L-1289-0. NRC-03-89-031. 90/03/
02. WEST.K.S. Office of Nuclear Reactor Regulation, Director (Post 870411).
PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 53384:353-53384:355.

-9004100059 Ltr contract, "Technical Assistance to Support Operator Licensing Activi-
ties," Task Order 33, "Susquehanna Initial Exam," obligating addl funds,awarded to
Sonalystsjnc.

BELLS. Contract Administration Branch. FIN L-1289-0. NRC-03-89-031. 90/03/05.
PETERSEN.L.R. Sonalysts, Inc. 2pp. 53384:354-53384:355.

9004100061 Notification of contract execution, Mod 1,Task Order 20, "Callaway Requali-
fication Exam," to contract, "Technical Assistance to Administer Operator Requalifica-
tion Exam to Nuclear Plant Applicants," awarded to Sonalystsjnc.
BRENNAN.P.A. Contract Administration Branch. FIN L-12890. NRC-03-89-031. 90/03/
02. WEST.K.S. Office of Nuclear Reactor Regulation, Director (Post 870411).
PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 53381:242-53381:244.

-9004100064 Ltr contract, "Technical Assistance to Administer Operator Exam to Nu-
clear Plant Applicants," consisting of Task Order 20,Mod 1, "Callaway Requalification
Exam."

BELL.S. Contract Administration Branch. FIN L-12890. NRC-03-89-031. 90/02/26.
PETERSON.LR. Sonalysts, Inc. 2pp. 53381:243-53381:244.

9004100063 Notification of contract execution.Mod 1 to Task Order 13, "Yankee Rowe
Replacement Exam" to contract, "Technical Assistance to Administer Operator Exam
to Nuclear Plant Applicants," awarded to Sonalystsjnc.

BRENNAN.P.A. Contract Administration Branch. FIN L-12890. NRC-03-89-031. 90/03/
02. WEST.K.S. Office of Nuclear Reactor Regulation, Director (Post 870411).
PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 53384:349-53384:352.

-9004100065 Ltr contract.awarding Mod 1 to Task Order 13, "Yankee Rowe Replace-
ment Exam," Increasing authorized work hours & obligations.to "Technical Assistance
to Administer Operator Exam to Nuclear Plant Applicants."

BELLS. Contract Administration Branch. FIN L-12890. NRC-03-89-031. 90/02/26.
PETERSEN,LR. Sonalysts, Inc. 3pp. 53384:350-53384:352.

9004100075 Notification of contract execution.awarding Task Order 21, "Subj Matter
Expert Review & Edit of Generic Fundamentals Exam Questions" to contract, "Tech-
nical Assistance to Administer Operator Exam..." to Sonalystsjnc.
BRENNAN.P.A. Contract Administration Branch. FIN L-12890. NRC-03-89-031. 90/03/
02. WEST.K.S. Office of Nuclear Reactor Regulation, Director (Post 870411).
PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 53381:350-53381:353.

-9004100078 Ltr contract,awarding Task Order 21, "SubJ Matter Expert Review & Edft
of Generic Fundamentals Exam Questions," to contract, "Technical Assistance to Ad-
minister Operator Exam to Nuclear Plant Applicants."

BELLS. Contract Administration Branch. FIN L-12890. NRC-03-89-031. 90/02/26,
PETERSON.LR. Sonalysts, Inc. 2pp. 53381:351-53381:353.

9004100277 Notification of contract execution.Mod 8,to "Region V Data Entry Svcs."
Contractor.SBA.SubcontractorPhoenix Intl.

BOYD.D. Contract Administration Branch. FIN C-50060. NRC-32-87-307. 90/03/30.
HAMILL.K. Region 5, Ofc of the Director. FRIGILLANA.E NRC - No Detailed Affiliation
Given. 1 p. 53381:354-53381:357.

-9004100282 Mod S.providing incremental fundingjncreasing contract ceiling amount &
adding key personnel clause in Section H.6, to '^Region V Data Entry Svcs.
* Small Business Administration. * Phoenix International. BELL.S. Contract Administra-
tion Branch. FIN C-50060. NRC-32-87-307. 90/03/30. 3pp. 53381:355-53381:357.

9004100285 Notification of contract execution.Mod 5,to "Computer Output Microfilm
Svcs." ContractonModem Microfilm Methods.

CRAMPTON.S.A. Contract Administration Branch. FIN D-19109. NRC-39-88-169. 90/
04/08. MESSENGER.G.H. Division of Information Support Services (Post 890205).
LEE.LM. NRC - No Detailed Affiliation Given. 1p. 53385:145-53385:146.

-9004100291 Mod S.extending contract for 2 wks until 900214 at no addl costto "Com-
puter Output Microfilm Svcs?'

JACKSON.C.E., JOHNSON.R.E. Modern Microfilm Methods, Inc. HAGANj.F. Contract
Administration Branch. FIN D-19109. NRC-39-88-160. 90/04/08. 1p. 53385:146-
53385:146.

9004100318 Notification of contract execution.Mod 2,to "Integrated Library Sys."
ContractonOn-Une Library Sys.lnc.

CRAMPTON.S.A. Contract Administration Branch. FIN D-1413-0. NRC-33-89-145. 90/
04/03. MESSENGER.G.H. Division of Information Support Services (Post 890205).
REDMOND.S.E. NRC - No Detailed Affiliation Given. 1p. 53366:210-53366:214.

-9004100325 Mod 2,exercising partial priced option.increasing obligated & contract ceil-
ing & extending period of performance for addl yr through 900331,to 'Integrated LJ-

CAF{TOyN."s.E. On-Line Computer Systems, Inc. HAGAN.T.F. Contract Administration
Branch. FIN D-1413-0. NRC-33-89-145. 90/04/03. 4pp. 53366:211-53366:214.

9004100328 Notification of contract execution.Task Order 1, "Review of Public Svc of
Colorado ISFSI Application for Fort St Vrain Plant," to contract, "Fuel Cycle Licensing
Technical Assistance" awarded to Science Applications Intl Corp.
MEEHAN.B. Contract Administration Branch. FIN L-1507-0. NRO02-90-009. 90/04/
04. FUNCHES.J.L Program Management, Policy Development & Analysis Staff (Post
870413), TIKTINSKY.D. NRC - No Detailed Affiliation Given. 1p. 53386:114-
53386:120.